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MIAMI 

CABINETS 


The Company The Philip Carey Company, an institution of interna- 
tional scope, purchased the Miami Cabinet Company in 1933. The trade name 
“Miami,” which previously had a world-wide reputation for the highest 
standard of quality in steel bathroom cabinets, was linked with the name 
Carey — long famous through the building industry. 

The products shown in this catalog are the result of thirty years’ experi- 
ence in the fabricating and finishing of metal. This experience, backed by 
the resources of The Philip Carey Company (organized 1873), is your guar- 
anty of complete satisfaction. 

Design The modern bathroom of today demands beauty. The first requi- 
site for a cabinet is a pleasing design that will add a distinctive touch. The 
cabinet is one of the most frequently used pieces of equipment in the bath- 
room and must therefore be rugged in construction. It must not only have 
eye appeal, but must also be designed and constructed so that it will give a 
lifetime of useful service under the most adverse conditions. Miami Cabinets 
meet these requirements one hundred per cent. 

The designs presented in this Catalog are the result of seventeen years’ 
experience in manufacturing bathroom cabinets, and include many exclusive 
models which appeal to those who demand the ultra-modern in bathroom 
equipment. Never before in the history of the steel bathroom cabinet industry 
have so many new and outstandingly beautiful cabinets been offered in a 
single catalog. 

Co-operation with Architects Miami-Carey designers and engi 
neers work in close co-operation with architects, builders and contractors in 
the interest of a better understanding between the home owner, the architect 
and the manufacturer. Architects and contractors are invited to call on us 
for sketches and helpful suggestions on any unusual bathroom cabinet and 
mirror problems. If more complete details are required on any cabinets 
listed and illustrated in this catalog, please write to us. 

Over two hundred practical cabinet men located in strategic points through- 
out the country are available to assist you with your cabinet and mirror prob- 
lems. See back cover for partial list of branch offices and distributors. 


MIAMI CABINET DIVISION — THE PHILIP CAREY COMPANY 

Middletown, Ohio 


A FEW TYPICAL INSTALLATIONS 

For seventeen years, MIAMI Cabinets have been recognized as the It may well be said that the sun never sets on Miami-Carey Cabinets, 

finest examples in bathroom cabinet construction. In 1933, the Carey Thousands of them are in use all over the world — in China, Japan, 

Cabinets were introduced for the first time. Today, the combined line India, Italy, France, England and in the South American countries as 


is known as MIAMI-CAREY, the most complete 
mirrors and accessories offered the trade. 

RESIDENCES 

The Governor’s Mansion, Jefferson City, Missouri 
John D. Rockefeller, Jr., Estate, Pocantico Hills, N. Y. 
Henry Ford, near Savannah, Georgia 

Junior Chamber of Commerce Home, Birmingham, Alabama 

Mrs. Horace Dodge Wilson, Detroit, Michigan 

Elisha Walker, Syosset, Long Island, New York 

Dickerson Estate, Brattleboro, Vermont 

Kodak Realty Homes, Rochester, New York 

A. L. Riley, Wilkes-Barre, Pennsylvania 

S. N. Amster, Shaker Heights, Ohio 

PUBLIC BUILDINGS 

The Building of Italy, Rome, Italy 

WWJ (Detroit News Radio Station), Detroit, Michigan 
New York State Bathhouses, Saratoga Springs, New York 
Hickman Memorial Home, West Chester, Pa. 

Southwestern Bell Telephone Building, St. Louis, Missouri 
U. S. Aerological Building, Los Angeles, Calif. 

27 U. S. Army and U. S. Navy Barracks Bldgs. 


line of cabinets, well as in all the states i 
“Go Down to the Sea.” 

HOTELS, CLUBS, THEATRES, APARTMENTS 

19 East 72ndSt. Apartments, New York City, N. Y. 
Hotel Manila, Manila, P. I. 

Hotel Astor, New York City, N. Y. 

Greenhriar Hotel, White Sulphur Spgs., Virginia 
Stevens Hotel, Chicago, III. 

Broadway Mansions, Shanghai, China 
Roxy Theatre, New York City, N. Y. 

Hotel Isabel, Mexico City, Mexico 

New Washington Hotel, Seattle, Washington 

Hotel Dennis, Atlantic City, N. J. 

Waldorf Apartments, Cincinnati, Ohio 
Hotel Frontier, Cheyenne, Wyoming 
Hotel Sylvan Lake, Rapid City, South Dakota 
Merchants’ Hotel, Moberly, Missouri 
The Rahall Hotel, Beckley, West Virginia 
Brentwood Village Apts., Washington, D. C. 
Hotel St. Paul, St. Paul, Minn. 

32 U. S. Government Housing Projects 


the United States; likewise, in ships that 


UNIVERSITIES AND HOSPITALS 

Notre Dame University, Notre Dame, Indiana 
Columbia University, New York City 
Creighton University, Omaha, Nebraska 
Texas University, Austin, Texas 
Yale University, New Haven, Connecticut 
Duke University, Durham, North Carolina 
John Carroll University, Cleveland, Ohio 
Johns-Hopkins Hospital, Baltimore, Maryland 
Allegheny General Hospital, Pittsburgh, Pa. 
Fitzsimons General Hospital, U. S. Army, 
Denver, Colorado 

U. S. Marine Hospital, Buffalo, New York 
Maternity Hospital, Cleveland, Ohio 

STEAMSHIPS 

S. S. Manhattan, U. S. Line 
S. S. George Washington, U. S. Line 
U. S. Navy Warships 
Chris-Craft Yachts and Cruisers 
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The 

IMPERIAL 

Here is MIAMI’S latest development in 
Modern Bathroom Cabinets — an exclusive, 
distinctive DeLuxe Model for those of dis- 
criminating taste — the very finest cabinet that 
money can buy. The Imperial is distinguished 
by the skillful blending of Chrome and Glass. 
The frame around the entire cabinet is brass , 
chromium plated. Spacious side cabinets, one 
on each side of the large recessed mirror, 
have chromium framed mirror doors swung 
on brass , chromium plated piano-type hinges. 
Cabinets are finished inside in white Crystal 
Snow and are equipped with three glass 
shelves, stainless steel shelf supports and 
tooth brush holders. The shelf under the cen- 
ter mirror is white vitrolite. 

The inside walls projecting outward from 
the center mirror are faced with mirrors that 
match the large center mirror. 


The "Imperial" with Side Cabinet Doors Closed. 

The above illustration shows the Miami “Imperial” fitted with 
the new rose mirrors. 


The "Imperial" with Side Cabinet Doors Open. 

The lighting arrangement is indirect. Two light 
bulbs concealed behind the opal flash-glass panel 
at top of the center mirror provide perfect reflected 
light for shaving or dressing the hair. If fifty watt 
or larger bulbs are used, the light is sufficient to 
provide perfect illumination for the average bath- 
room. All wiring is completed at the factory. 

Regular mirrors are “A” quality silver, copper 

backed , guaranteed for five years against silver 

spoilage. The new rose (or flesh) colored mirrors 
may be had if required. 

SPECIFICATIONS 

Overall size 32"x32%" 

Wall opening 31 1 / 8 "x31 1 / 2 "x43/ 8 " 

Depth, front to back 4%" j 
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MIAMI LOUIS XIV BATHROOM CABINET . . . MIRROR ENSEMBLE 


New , Different and Distinctive 


The Louis XIV unit is not merely a bathroom cabinet, 
but an ensemble of beautiful bathroom furniture. The flexi- 
bility of this ensemble is one of its most attractive features. 
If there is not sufficient wall space for the installation of 
all three units above the lavatory, the center unit, with its 
concealed light fixtures around the center mirror, may be 
installed over the lavatory and the individual side cabinets 
may be installed in the adjacent side walls (see catalog 
pages 16 and 17 for different installations). 

DETAILS OF CONSTRUCTION 

The center unit is a beautiful modern recessed mirror. 
There is no cabinet behind it. There is no door. The frame 
around the center unit is brass , chromium plated. The 
mirrors are genuine “A” quality plate glass, copper backed , 
guaranteed for five years against silver spoilage. The center 
mirror is the new rose (flesh) colored glass. Regular “A” 
quality silver mirror is optional. The small side mirror 
panels on the center unit are optional as to color — either 
rose (flesh), blue, gun metal, green or regular silver. 


The lights concealed behind the white 
ground glass panel at the top of the center 
unit and behind the two narrow side mir- 
rors are arranged so as to reflect proper 
illumination to the center of the mirror. 

Light is also reflected out into the room 
through the top front panel thus providing 
sufficient illumination for the average bath- 
room. Two 12-inch, 40-watt Lumaline lights 
are placed on each side of the center mirror. 

One 18-inch, 60-watt Lumaline light is lo- 
cated behind the ground glass panel directly 
above the large center mirror. 

These bulbs will be furnished at extra 
cost if ordered. See price list for bulb cost. 

The wiring is complete at the factory. 

SIDE CABINETS 

The two side cabinets are finished inside in Miami 
Crystal Snow white finish, guaranteed 
not to retain a stain nor to discolor with 
age. Three glass shelves are furnished 
with each cabinet. 

The mirrors in the side cabinets are 
set in brass , chromium plated frames 
to match the frame of the center unit. 
These mirrors are the new rose (flesh) 
color. Regular silver mirrors are 
optional. 

The door hinges are bross , chromium 
plated piano type. 

SPECIFICATIONS 

No return flanges on center unit. The side 
cabinets have one-quarter inch return flange. 
When ordering, please specify: 

1. Color of mirror for side cabinets, either 
rose (flesh) or regular silver. 

2. Color of large mirror for center unit — rose 
(flesh) or regular silver. 

3. Color of the two narrow side mirrors for the 
center unit — blue, green, gun metal, rose 
(flesh) or regular silver. 

4. Specify whether light bulbs are to be fur- 
nished. 
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MIAMI DUBARRY CABINET . . . MIRROR ENSEMBLE 

A Masterpiece of Beauty , Convenience and Completeness 


Lifetime beauty today, tomorrow and always — colorful, 
brilliant, modern — The DuBarry brings all of this to the 
bathroom. The beautiful center unit with its concealed 
lighting reflected onto the mirror and into the room is 
enhanced by the two open side cabinets. The deep lustre of 
Lhromium combined with colored mirrors or regular silver 
mirrors presents the architect and home owner with oppor- 
tunities they have never bad before to create truly striking 
effects or to harmonize this complete unit with the general 
color scheme of the bathroom. 


each side of the large center mirror and by one 18-inch, 60- 
watt Lumaline light bulb above the large center mirror. 
These five bulbs will be furnished, if ordered, at extra cost. 
See price list for cost. The unit is wired complete at 
the factory. See catalog pages 16 and 17 for suggested 
installations. 

The large center mirror is optional as to color, either 
the new rose (flesh) or regular silver. The small narrow 
side mirrors of the center unit may be had in blue, green, 
gun metal, rose (flesh) or regular silver. 


DETAILS OF CONSTRUCTION 


SIDE CABINETS 


The center unit consists of recessed mirror set in a 
brass , chromium plated frame. The concealed light fix- 
tures are located behind ground glass panels at the top 
center and behind the narrow mirrors on both sides of 
the large center mirror. Perfect illumination for the entire 
bathroom and for shaving and dressing the hair is pro- 
vided by four 12-inch, 40-watt Lumaline light bulbs, two on 


There are no doors on the side cabinets of the DuBarry. 
Cabinet frames are brass, chromium plated. Shelf brackets 
are stainless steel. 

These cabinets are lined on the inside with mirrors, 
either blue, green, gun metal, rose (flesh) or regular silver. 
Three glass shelves to match the mirrors are furnished with 
each cabinet. 



SPECIFICATIONS 

No return flange on the center or side 
units. When installed, all units set flush 
against the finished wall line. 

When ordering, please specify: 

1. Color of large mirror — rose (flesh) or 
regular silver. 

2. Color of narrow side mirrors in the cen- 
ter unit — blue, green, gun metal, rose 
(flesh) or regular silver. 

3. Color of interior of the two side cabinets 
— rose (flesh), blue, gun metal, green or 
regular silver. 

4. Specify whether light bulbs shall be 
furnished. 
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The 

POWDER PUFF 


Dressing Room Mirror 



In the home of today, the Powder Room is 
almost as essential as was the bathroom in the 
house of the late nineties. 

The custom-built Powder Puff unit, as illus- 
trated, adds the final touch to the modern powder 
or dressing room. Architects, contractors and 
home owners have indorsed the Powder Puff as 
the most complete and distinctive dressing room 
unit yet offered to the public. 

DETAILS OF CONSTRUCTION 

The outside frame is brass finished in lus- 
trous chromium plate. The large center mirror 
is genuine “A” quality plate glass in the new 
alluring rose (flesh) color. Regular “A” quality 
silver mirrors may be had if desired. 

The small mirrors on either side of the large 
center mirror are optional as to color — either 
rose (flesh), gun metal, blue, green or regular 
silver. The recessed lower shelf may also be had 
in the same colors as the small side mirrors or 
in regular silver. 

The light brackets are concealed behind the 
two small side mirrors and are so located that 
the light is reflected onto the large center mirror 
through ground glass panels. Four 18-inch, 60- 
watt Lumaline bulbs, two on each side of the cen- 
ter mirror, provide perfect illumination. These 
four bulbs will be furnished when ordered. See 
price list for extra cost. 

When ordering, please specify color of mir- 
rors desired. 


SPECIFICATIONS 

Overall size 35"x41Vi" 

Wall opening 34%"x40%"x4%" 

Depth, front to back 4%" 

This unit is not fitted with a return flange. When set 
in the wall, the front flange sets flush against the finished 
wall line. 

All wiring is completed at the factory. 
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The DUCHESS 

Two years ago, Miami-Carey introduced the bath- 
room cabinet sensation of the year — the Moderne — 
a full sized cabinet fitted with a beautiful, circu- 
lar mirror. 

Today, Miami-Carey presents the Duchess, a prac- 
tical cabinet similar to the Moderne but with the 
mirror set in a beautiful circular frame of brass, 
chromium plated, styled to match today's modern 
chromium plated bathroom fixtures and accessories. 

The ingenious hinge on which the door is swung 
permits the door to be pulled outward over the 
lavatory so that when opened the mirror is only 
a few inches from the face — an ideal arrangement 
for shaving or dressing the hair. 


The MODERNE 

The Moderne is similar to the Duchess, except that there 
is no frame around the mirror. The mirror is attached to 
the solid steel door with stainless steel mirror clips. 

When installed in the wall, the Moderne and the 
Duchess look like beautiful circular mirrors hung on 
the wall. The illustration of the Pompadour below shows 
how both models appear when the door is closed. 

The cabinet box of both the Duchess and Moderne is 


constructed of heavy gauge Armco steel. The return flange 
is one-quarter inch deep. The body and door backs are 
finished in Miami Crystal Snow finish, guaranteed not to 
retain a stain or to discolor with age. Two plate glass 
shelves, adjustable to three positions, are furnished. 

The Miami chromium plated razor blade drop is in- 
stalled in the back wall of the cabinet. Mirrors are “A” 
quality copper backed , guaranteed for five years against 
spoilage. 

SPECIFICATIONS — THE DUCHESS and MODERNE 

Mirror size 26" circle 

Wall opening 16 1 /2"xl6 l / 4"x4 1 /4" 



The 

POMPADOUR 

Circular Mirror and Recessed Shelf 

The Pompadour, an ideal unit for guest bathroom, the downstairs 
lavatory or the dressing room, consists of a 26 -inch circular mirror 
and glass lined recess shelf. There is no cabinet behind the circular 
mirror. Steel back on which the mirror is mounted is fitted for con- 
cealed hanging on the wall. 

The frame around the lower recessed shelf is brass, chromium 
plated. The shelf itself is lined with mirrors. The colors available 
are blue, green, gun metal, rose (flesh) or regular silver. By using the 
proper colors in the lower shelf, beautiful effects can be worked out 
that will harmonize with bathroom color schemes. 

The circular mirror is usually finished in regular silver. The new 
rose (flesh) color mirror is available at slight additional cost. 

SPECIFICATIONS FOR LOWER SHELF 

Wall opening 23%"x7%"x4%" 

When ordering, please specify color desired for recessed shelf — blue, green, 
gun metal, rose (flesh) or regular silver. 
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The OXFORD 


Bathroom Cabinet 


The Oxford, like the Imperial illustrated on page 
three, is as different from the regular run of bathroom 
cabinets as day is from night. It is modern, complete 
and distinctive. It is designed for the medium and 
smaller size bathrooms not large enough to accom- 
modate the Imperial. 

Color makes the bathroom of today attractive and 
alluring. The Oxford, finished in color to match bath- 
room tile, bathroom fixtures or the color scheme of 
the room, is the last word in perfection. The Oxford 
can be finished in any color desired at a slight addi- 
tional cost. See price list for cost of special colors. 


DETAILS OF CONSTRUCTION 

Storage cabinets are located on each side of the 
center mirror. The door frames of the storage cabi- 
nets are brass , chromium plated. The shelves, three 
in each cabinet, are plate glass. The center mirror 
which is recessed and the mirrors in the two side 
cabinets are of “A” quality glass copper backed , 
guaranteed for five years against silver spoilage. The 
new rose (flesh) mirror may be had at slight addi- 
tional cost. 

The shelf brackets are finished to match the cabinet 
finish. 

The two side storage cabinet doors are swung on 
brass , chromium plated piano hinges. The frame 
^ around the entire unit and the side panels is regu- 
larly finished in white crystal snow. 

The lower shelf under the center mirror is 
white vitrolite. 

The light brackets concealed behind the white 
ground glass panel at the top center of the cab- 
inet are arranged so as to reflect light onto the 
center mirror, thus providing perfect illumination 
for making the toilet. Light is also reflected out 
into the room through the front panel and pro- 
vides sufficient illumination for the average bath- 
room. Bulbs of any wattage up to 75 watts may 
be used. 

The wiring is complete at the factory and is 
in accordance with Underwriters’ regulations. 


SPECIFICATIONS 

Overall size 

Wall opening 

Depth, front to back 

Return flange 


29%"x29%" 

277 8 "x28y 4 "x4i/ 4 " 
4i/ 4 " 

'A" 


When ordering, please specify color in which the cabinet 
frame and side panels are to be finished. Also specify 
whether regular silver or rose color mirrors are desired. 
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MIAMI BATHROOM MIRRORS and ACCESSORIES 


When ordering any of the units on this page, he sure and specify 
color of mirror wanted. 

No. 902 — 26" Circular Mirror — Fitted with concealed hanging 
device for hanging on the face of the wall. This beautiful “A” 
quality mirror is copper-backed , guaranteed for five years against 
silver spoilage. This is an ideal unit for installation in the small 
dressing room, for the entrance hall or Milady’s boudoir, also for 
hanging above the mantel in the living room. Unless otherwise 
specified, the mirror is furnished in regular silver. The new rose 


(flesh) mirror is available at slight additional cost. See specifica- 
tions at bottom of page. 

No. 903 — Recessed Mirror — For bathrooms or dressing rooms 
where a cabinet is not required. Soft light is reflected through 
ground glass panels onto the beautiful center mirror and also illu- 
minates the entire room. Rose (flesh) or regular silver mirror is 
optional for center panel. Side mirrors in blue, gun-metal, green 
or rose color. The frame around the entire unit is brass, chromium 
plated. Light arrangement and wiring is in strict accordance with 
Underwriters’ regulations. See specifications at bottom of page. 


The individual units illustrated oil this page permit a cabinet history, give the architect and the home owner the 

wide choice in expressing individual ideas of beauty and opportunity to make up combinations that will meet the 

distinction. These units, for the first time in bathroom requirements of the individual bathroom. 



No. 900 — Door- 
less Recessed Shelf 
Cabinet — For in- 
stallation wherever a 
colorful nook is de- 
sired. The frame is 
b r ass, chro m i u m 
plated. The interior of the unit is lined 
with beautiful colored mirrors. Colors — 
blue, rose, gun-metal, green and regular 
silver. Shelves are clear glass, colors 
corresponding with color selected for the 
mirror. See specifications at bottom of 
page. 

No. 904 — Mirror Lined R ecess 
Shelf — Suitable for bathrooms and dress- 
ing rooms where a cabinet is not re- 
quired. This unit combined with Model 
903, illustrated on this page, is an ideal 
combination for installation in guest 


bathrooms or dress- 
ing rooms. The shelf 
is lined with beauti- 
ful colored mirrors, 
blue, green, gun- 
metal, rose or regular 
silver. See specifica- 
tions at bottom of page. 

No. 901 — Extra Cabinet for Bath 
room — May also be used for dressing 
room or bed room. The all-mirror door 
covers the entire cabinet and has a brass, 
chromium plated frame. Mirror is “A” qual- 
ity glass, rose color or regular silver. 
Hinges are piano type, brass, chromium 
plated. 

Interior of cabinet is finished in white 
Cryst. ' Snow, guaranteed not to retain a 
stain. Shelves are plate glass. See speci- 
fications below. 



SPECIFICATIONS 



No. 901 


Model 

900 

901 

902 

903 

904 

Mirror 

none 

10"x28" 

26" 

20"x26" 

none 

Overall 

9{i"x26” 

10i4"x28i4" 

26" 

29 '/ft " x3 1 % " 

24"x8" 

W all opening 

9 Mi "x25%"x4%" 

8 (4 " x24 1 / 2 " x4 ! /4 " 

none 

28 l />"x30%"x4%" 

23%"x7%"x4%" 
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MIAMI CABINET DIVISION 


TOWEL SUPPLY and UTILITY CABINETS 


It is an acknowledged fact that the average bathroom cabinet is not large 
enough to accommodate all of the home remedies, toilet accessories, razors, 
medicines and first aid necessities kept or used by the average American 
family. With this in mind, Miami-Carey presents the towel storage and 
utility cabinets illustrated on this page. 


MODELS 510-A and 510-B 


Model 510 is designed for the luxurious bathroom. The “A” quality mirror 
is copper backed , guaranteed for five years against silver spoilage. It is set 
in a beautiful chromium plated frame. The heavy, air cushioned door is 
swung on a brass , chromium plated piano hinge. 

The cabinet and door back are finished in Miami 
Crystal Snow white finish, guaranteed not to retain a stain 
nor to discolor with age. Five glass shelves are furnished 
with each cabinet. 

In addition to providing for extra storage space in the 
bathroom, the mirrored door of this unit serves at the 
same time as a full length bathroom mirror. 


SPECIFICATIONS 


Showing Open and Closed Views 


MODELS 510-A — 510-B 
Showing Open and Closed Views 


MODEL 500 

Model 500, a smaller unit, is designed and con- 
structed for the less pretentious bathroom where extra 
storage space is also required. 

The entire cabinet, including the door, is constructed 
of Armco selected steel. 

Five glass shelves are furnished. 

The door is swung on three brass , chromium plated 
hinges. There is no mirror in the door. The cabinet is 
finished in Carey first quality baked enamel applied 
over rust resisting undercoat. White is the regular fin- 
ish. The unit may be had in any color desired to match 
tile or other finishes. See price list for extra cost of 
special colors. 

SPECIFICATIONS 

Door 14%"x34%" 

Wall opening 14%"x34*4 "x6" 

Overall 18"x37%"x6%" 



Model 510-A | 

Model 510-B 

Mirror 

Wall opening .... 
Overall 

20"x60" 

I7%"x67%"x8" 
20 % "xOO % x8% " 

20"x60" 
17%"x57 3 /j."x6" 
20 ] /i " x 60 hi " x6 % " 
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CHROMIUM-FRAMED MIRRORS 


MASTER MODELS 


The Master Models illustrated at the left have the same specifications 
as the Venetian style illustrated above. These models are suggested for 
the bathroom where straight lines are required. 

The two bottom shelf supports on all models on this page are so 
designed that they can be used as tooth brush racks. This arrangement 
does not interfere with the use of the bottom shelf brackets for the sup- 
port of the shelf if the tooth brush rack is not required. 

The Master model is available in three sizes as listed below. 

SPECIFICATIONS 



1100 

1150 

1175 

Overall 

Mirror 

Wall opening 

Return flange 

16 1 4"x22 , 4" 

16"x22" 

13%"xl9%"x4'4" 

Vx" 

18 1 4"x24'4" 

18"x24" 

15%"x21%"x4!4" 

Vx" 

20 Vi ”x 28 14" 

20"x28" 

1 7 % " x 25 3 / t " x 4 Vi " 

y 4 " 


Venetian Styles 

The deep brilliant lustre of chromium adds attractiveness to 
the modern bathroom, so that today we find almost all the 
bathroom fittings and accessories finished in chromium plate. 

To keep pace with the trend of bathroom design and decora- 
tion, our craftsmen designed the Chrome Framed models illus- 
trated on this page. They are beautiful cabinets with nq knob, 
hardware or portion of the body visible. The one-piece mirror 
frames are brass with the chromium applied over nickel. 

The one-piece frame used on all models illustrated on this 
pa*ge eliminates the necessity of ugly corner clips commonly 
used to cover up open joints. The cabinet body and door back 
are .finished in the famous Miami Crystal Snow , noted for its 
durability. 

The heavy chromium plated piancT hinges are capable of car- 
rying many times the weight of the door — yet they 
are neat in appearance and are not visible when the 
door is closed. 


Regular equipment: “A” quality copper-hacked 
mirror, three plate glass shelves, drop for used razor 
blades, tooth brush racks. 


Nos. 1000, 1050, 1075 


SPECIFICATIONS 



1000 

1050 

1075 

Overall 

Mirror 

Wall opening . . . 
Return flange .. 

16 l /,"x26 l /i" 

16"x26" 

1 3 % " x 1 9 % " x 4 >4 " 

>4" 

18 1 4"x28'4" 

18"x28" 

15%"x21%"x4>4" 

>4" 

20 ] 4"x32>4" 

20"x32" 

17 : ’4"x25%"x4 1 4" 

Vx" 
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TUBULAR LIGHT BRACKETS 


Miami and Carey Cabinets fitted with the attractive 
light fixtures illustrated on these pages bring new beauty 
to your bathroom lighting at an attractive saving in cost. 
The light brackets illustrated on these pages are correctly 
located so as to concentrate the light at the point where 
it is most needed and yet provide sufficient illumination 
for the entire bathroom. 


TUBULAR LIGHT 
BRACKET No. I 

The above illustration shows 
one of the larger models fitted 
with Tubular Light Brackets No. 
1. We recommend that Bracket 
No. 1, because of its size, be used 
on the following cabinets: 1050. 
1075, 1150, 1175, 150, 710. 750, 
2010-P, 2020- P. 2040-P, 2050-P, 
610-G, 620-G, 650-H, 670-F. 


The solution to effective bathroom lighting has never 
before been approached as Miami-Carey approached it 
— building fixtures to meet the artistic, exacting demand 
for beauty of line, the interior decorator’s desire for 
harmony, and the architect’s insistence on the practical. 

Tubular Light Brackets 1, 3 and 4 are new and dis- 
tinctive — exclusive with Miami. The chromium plated 
shields around the light bulbs are adjustable in all arcs 
of a 180° angle, thus permitting the light to be directed 
onto the mirror, out into the room or to any intermedi- 
ate degree desired. 

TUBULAR LIGHT BRACKET No. 2 

The photograph at the left illustrates a Miami-Carey 
Cabinet fitted with the new and modern Tubular Light 
Bracket No. 2. These Brackets do not have the adjustable 
chromium plated shields. The glass shade is opal. 

We suggest a Miami-Carey Cabinet fitted with either 
Tubular Light Brackets No. 1 or No. 2 for the large bath- 
room. For the medium sized and smaller bathroom, we 
suggest cabinets fitted with either Tubular Light Brackets 
Nos. 3 or 4. 


SPECIFICATIONS 


TUBULAR LIGHT BRACKET No. 2 

These Brackets are available for all cabinets illustrated on 
pages 11, 14, 20, 21 and 23; also for all cabinets illustrated on 
page 22, except Model 700. The fixture is designed to take a 
T-8 bulb, either 40 or 60-watt. This bulb is available at all 
electric stores. 


All light fixtures are mounted on the cabinets at the factory, 
all wiring approved by the Underwriters’ Laboratories. 

We do not furnish light bulbs for cabinets fitted with Tubular 
light fixtures. 

For cabinets fitted with light fixtures, make the wall openings 
one inch higher than is specified for cabinet not fitted with 
light fixtures. Example: Cabinet Model 1000 not fitted with 
light fixtures, wall opening 13% x 19% inches high. Wall open- 
ing for the same cabinet fitted with light fixtures, 13% x 20% 
inches high. 

See price list for list price of cabinets fitted with light fixtures. 


! 





for MIAMI-CAREY CABINETS 


TUBULAR LIGHT BRACKET No. 3 

Similar in appearance to bracket No. 1, but smaller in 
diameter. Designed to take a T-8 frosted bulb, either 40 
or 60-watt. This bulb is available at all electric shops. There 
is no glass shield over the bulb. The frosted light bulb itself 
serves the purpose. Recommended for cabinets: 1000, 160, 
1100, 2030-P, 660-F, 701-F, 1622-BF, 1622-CF and for all 
models on page 23. 


OVERHEAD TUBULAR LIGHT BRACKET No. 4 


The photograph to the right illustrates a square top cabinet fitted 
with a single overhead Tubular Light Bracket. This type of installation 
is recommended for the small bathroom, for the downstairs lavatory 
and for the low cost home where perfect illumination of the bathroom 
is as essential as in the more costly home. 

This single overhead light fixture is available for the 
following cabinets: Nos. 1100, 640, 650, 2030-P, 2040-P, 

2050-P and for all models on page 23. 


ft. 



SWITCH AND OUTLET 


All cabinets ordered with light brackets attached are fitted with 
switch and electric convenience outlet as illustrated in lower right 
corner of this page. These are located on the return flanges of the 
cabinets. 

Only one electric outlet is necessary for the bathroom in which an 
electrically equipped Miami Cabinet is installed. This strictly in top 
center of the wall opening provided for the cabinet. 



Model 

7000 


DISTINCTIVE LIGHT FIXTURES 

For Wall Mounting 

These new and distinctive Tubular and Luma- 
line light fixtures were designed for Miami 
by illuminating engineers — for the bathroom, 
kitchen, sun room, breakfast nook and the 
dressing room. 

Model 7000, illustrated on the left, is known 
as the Tubular design. Standard Mazda lamps 
T-8, either 40 or 60-watt, are required. These 
lamps are not furnished. They may be purchased 
in any electric store. 

Model 8000, illustrated on the right, is known 
as the Lumaline design. The bulb is the new 
Lumaline bulb. This bulb is furnished by us. 
Replacements may be purchased at any electric 
store. 

Switches that control the lights are built into 
each bracket. Both brackets are finished in lus- 
trous chromium plate. 



Model 

8000 
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SWITCH AND OUTLET 




TUBULAR LIGHT BRACKET No. 3 


Miami Cabinets 



PANEL VENETIANS 

These outstandingly beautiful and distinctive Miami cabinets are indeed suitable for the bath- 
rooms of royalty. Illustration at left shows the “W” mirror. See page 15 for other style mirrors 
available. The Roman Model 160 is regularly fitted with the “K” mirror. These regular mirrors will 
be furnished unless otherwise specified. 

Regular finish: Body of cabinet white Crystal Snow. Cabinet door black as shown. 

Regular equipment: Full piano hinge, used razor blade drop, three adjustable plate glass 
shelves, tooth brush racks. 

COLOR 

Color makes the bathroom interesting, attractive, refreshing, beautiful. The color appeal can be 
carried even to the Miami Cabinet over the lavatory at a small additional cost. These panel Venetian 
models regularly lend themselves to color matching because of the panel around the edge of the 
mirror. We are prepared to match these cabinets to any color required. 

SPECIFICATIONS 


VENETIAN MODELS 

With Side Wings 

In this model beauty and utility are combined to an 
unusual degree to provide a cabinet that meets the re- 
quirements of the most exacting. The adjustable wing 
mirrors permit perfect vision of the head, back and 
shoulders, a perfect mirror arrangement for shaving or 
dressing the hair. Used over the dressing table, the unit 
makes an attractive and practical vanity. 

No portion of the cabinet is visible from the front. The 
entire front of the unit is covered with mirrors. The 
cabinet is concealed behind the large center mirror. 

“M” mirror shown at left is regularly furnished on 
770 and 780. See Page 15 for optional style mirrors 
available. 

Regular equipment : Copper-backed “A” quality 

mirrors, guaranteed for five years against silver spoilage; 
three adjustable plate glass shelves; drop for used razor 
blades; tooth brush racks. The hinges are brass, chro- 
mium plated semi-piano type. The cabinet is finished in 
Miami Crystal Snow . Mirror clips are stainless steel. 

SPECIFICATIONS 

780 770 


Overall 

Center Mirror 
Wing Mirrors. 
W all opening . 
Return flange . 


i r > 3 


34 y^"x28" 

18'x28" 

8"x2 4" 

\2 1 3 4 'x 3 1 -i" 


32}^"x26" 

16"x26" 

8"x22" 

13 3^x19^x3}/ 



150 

160 

Overall 

19%"x29 :i ," 

15%'"x29% v ' 

Mirror 

18"x28" 

14"x28" 

Wall opening 

Return flange on these models is V\ inch. 

17 l / 4"x23 1 / 4"x4 1 /i" 

1 3 l /y " x23 1 /> " x 4 ] /4 " 

• 




Nos. 750, 71 


MIRROR FRONT VENETIANS 

The models illustrated on the left were designed for those whose requirements call for simplicity 
of design. The mirror shown is the “H” design. See page 15 for other available mirrors. 

Set in the wall, these models resemble unusually handsome mirrors. No knob, hardware or portion 
of the cabinet is visible to indicate that a spacious cabinet is hidden behind the door. The “A” 
quality, copper-backed mirror is hung on the door with the patent Miami stainless steel mirror clips 
lined with soft lead. The extra large mirror on the Model 750 (18x30 inches) is Miami’s answer to 
the request for larger mirrors. 

Regular equipment: Copper-backed mirror guaranteed for five years against silver spoilage; 
adjustable plate glass shelves; stainless steel shelf supports; drop for used razor blades; tooth brush 
racks. The hinges are piano type, brass, chromium plated. 

SPECIFICATIONS 


750 

710 

Overall 

18"x30" 

16"x26" 

Mirror 

18"x30" 

16"x26" 

Wall opening 

15 % "x2 1 3 / t " x4 *4 " 
Vs" 

13%"xl934"x4i4" 

'A" 

Return fiance 
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Miami Cabinets 


"H" MIRROR 

Regular on Models 750, 710. Available for 
Models, 150, 780, 770. 


M M" MIRROR 

Regular on Models 780, 770. Available for 
Models 150, 750, 710. 


"W" MIRROR 

Regular on Model 150. Available for 
Models 750, 780. 
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MIAMI CABINET MIRRORS 

Available for the Panel and Venetian Models with All- Mirror Door 

Mirrors illustrated oil this page are interchangeable with others and may be 
substituted for the mirrors illustrated on various models as designated under each 
illustration on this page. 


HOW TO SPECIFY 
MIRROR WANTED 


The letters under the mirror illustra- 
tions on this page are factory symbols to 
designate the different mirror designs 
available for the cabinets in the Miami 
Line. These same letters are used oppo- 
site the model numbers in the price list. 

When ordering, be sure to specify the 
type of mirror required. 

Example: If you want a 710 cabinet 
equipped with the mitered line mirror, 
order Model 710-M. 

All these mirrors are b ‘A” quality gen- 
uine plate glass, copper backed , guaran- 
teed for five years against silver spoilage. 


"K" MIRROR 

Regular for Model 160-K. 


"P" MIRROR 

Available for all models on Pages 11, 14, 
20 , 21 , 22 . 




Suggested Ensemble for Master Bathroom 

Imperial Cabinet. Large towel supply cabinet No.510-A with all-mirror door framed No. 5002 towel bars. Unit No. 904 mirror- 

in brass chromium plate. No. 6000 soap holder and No. 6001 tumbler bolder. lined, recessed shelf; No. 6004 soap holder. 


On these pages we present a few ex- 
amples which suggest the many com- 
binations in which Miami-Carey Units 
may be installed to advantage. 

Architects and builders long have 
recognized the inadequacy of standard 
bathroom cabinets and accessories 
which make no provision for the nu- 
merous odds and ends the housewife 
likes to keep in the bathroom. To over- 
come this deficiency ... to provide 
an orderly place for every bathroom 
essential ... to add new beauty and 
convenience . . . Miami Cabinet En- 
sembles were created. 
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Miami Cabinets are produced in 
Combination Units, in various shapes 
and sizes, to conform to individual 
bathroom architecture and the family 
needs. With Miami Units, you may 
supply a large cabinet for husband and 
wife; individual cabinets for children; 
unit for sponge, brush, bath salts and 
other supplies handy for the bather; 
a towel storage cabinet ... all in de- 
lightful harmony and in sizes that make 
elficient use of wall space and beautify 
the bathroom. 


Suggested Ensemble tor Guest Bathroom 

Pompadour combination consisting of round mirror and No. 904 mirror-lined No. 5002 towel bar. Unit No. 904 

recess shelf. Two tubular light fixtures No. 7000. Three No. 5001 towel bars. mirror-lined recess shelf. 


MIAMI BATHROOM CABINETS, MIRRORS 



Suggested Ensemble for the Large Bathroom 

DuBarry Ensemble consisting of center unit w ith concealed lighting. Hose (flesh) colored mirrors. No. 900 side cabinets, 
lined with regular silver mirrors or color to match center cabinet. Over lavatory : No. 6000 soap holder. No. 6001 tum- 
bler holder. No. 901, side cabinet with mirror front door, chromium plated frame. No. 5001 towel bar, chromium plated. 


Over end of tub — No. 900 cabinet. Over side of tub — 
No. 6001 soap dish and grab bar; No. 904 mirror-lined, 
recess shelf; No. 5003 chromium-plated towel bar. 


Suggested Ensemble for Children's Bathroom 

No. 6004 soap holder with grab bar; Unit No. 904 mirror-lined recess Bathroom cabinet No. 2010-P, with tubular light brackets. On each side is Unit No. 901. with all-mirror 

shelf; towel bars Nos. 5002 and 5003. No. 500 towel supply cabinet. (brass, chromium-plate framed) doors. Soap holder No. 6000; tumbler holder No. 6001; No. 5004 towel bars. 





uu — AS-410 


MODEL 905 


MODEL 910 
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HOTEL CABINETS 


The models illustrated on this page were designed by Miami-Carey 
engineers in co-operation with hotel architects and engineers. Design and 
equipment are based on long experience and thorough knowledge of hotel 
requirements. Thousands of these cabinets are installed in the world's 
leading hotels, clubs and public buildings. 

It is not necessary for hotel architects and owners to limit themselves 
to models illustrated on this page. The models illustrated are practical. 
This is an approved fact; however, if you are designing a new hotel or 
remodeling an old one, Miami-Carey engineers will co-operate with you 
in working out your own ideas. 

MODELS AS- 1 10 AND AS-410 

Regular equipment for the AS-110 and the AS-410 consist of overhead 
curved towel tray with douche bag hooks, center light fixture complete 
with opal shade, white enameled combination soiled towel and razor strop 
hook, light switch, bottle opener, razor blade drop, three adjustable glass 
shelves and one vitrolite shelf. 

SPECIFICATIONS 


Mirror 

Wall opening 
Overall 


Model AS-110 

Model AS-410 

16" xl6" 
17 1 /,"x24 1 />"x37„" 

20 3 /i"x26% " 

12" xl6" 

13>/."x24i/ 2 "x37„" 

16%"x26%" 


MODEL 905 

Regular equipment consists of overhead straight towel tray complete 
with douche bag hooks, two bronze, chromium plated light brackets, light 
switch, white enamel combination face towel and razor strop hook, con- 
venience plug, combination bottle opener and cork screw, razor blade 
drop, three adjustable glass shelves and one white vitrolite shelf. 

SPECIFICATIONS 

Mirror 12" xl6" 

Wall opening 13 1 /2 W x24 1 /2 , 'x3%" 

Overall 16%"x26%" 


MODEL 910 

Introducing a new and distinctive hotel cabinet designed for today’s 
modern and up-to-date hotel. 

The new and distinctive chromium plated Tubular light brackets, one on 
each side of the cabinet, are designed so that the light can be thrown either 
directly onto the mirror or out into the room. The chromium plated shades 
are so designed that they permit turning in a complete circle. These brack- 
ets are attached to the cabinet body so as to illuminate the entire mirror 
and at the same time provide perfect illumination for all of the bathroom. 

Regular equipment consists of straight overhead towel tray with douche 
bag hooks, two adjustable chromium plated Tubular light brackets, light 
switch, combination face towel and razor strop hook, convenience plug for 
electric razor and other electrical accessories, combination chromium plated 
bottle opener and cork screw, razor blade drop, three adjustable glass 
shelves, one white vitrolite shelf. 

The door frame around the mirror is brass chromium plated. 

SPECIFICATIONS 

Mirror 16" xl6" 

Wall opening 13%"x21%"x3 3 /i" 

Overall W/ 4 "x23 l / 2 "x4y 4 " 

All door hinges are brass , chromium plated. All cabinets illustrated are 
finished in MIAMI Crystal Snow , guaranteed not to retain a stain nor to 
discolor with age. 


Miami Cabinets 




MIAMI CABINET DIVISION 


MIAMI MIRRORS 


For Flush Mounting on the Wall 

Frameless 9 Chromium-Framed and Panel Types 


The mirrors on this page are only a few of the large number of wall-hung 
mirrors we can furnish. 

The doors of all cabinets pictured on pages 11, 14, 20, 21, 22 and 23 can 
be furnished as Wall Mirrors fitted with concealed keyhole slots for hanging 
on the wall. 

The list price of all Wall Mirrors is seventy-five (75%) per cent of the list 
price of the complete cabinet on which the mirror is regularly used. 

Example: List price of Model 2010-P Cabinet is $25.00. The list price of the 
mirror door of this model fitted with concealed hanging slots would 
be $18.75. 

These mirrors are easily and quickly attached over invisible hangers. 
Recommended for the downstairs washroom, the entrance hall in the 
home, school, theatre, bathhouse, garage, and all other washrooms. 

Mirrors are copper backed. The mirror frames on the “M” models 
are brass, chromium plated. The mirror clips on the other models 
are chromium plated or stainless steel. The frames of models IN. 2N, 

3N are steel, finished in white. 



Chromium-Framed Model 
No. M- 1 00 — M - 1 05 — M-l 07 


SPECIFICATIONS 


Chromium-Framed Model 
No. M-l 00 — M-l 05 — M-l 07 

M-100 16"x26" 

M-105 18"x28" 

M -107 20"x32" 


All Glass Wing Model 
No. 7-WH — 6-WH 


7-WH Center Mirror. 
6-WH “ “ . 


. 18"x28" 
. 16"x26" 



All Glass Wing Model, No. 7-WH, 6-WH 



All Glass Model 
SPECIFICATIONS 


Chromium-Framed Model 


7-M 18"x30" 

6-M 16"x26" 


SPECIFICATIONS 

M-110 16"x22" 

M-l 15 18"x24" 

M-l 17 20"x28" 


Models l-N, 2-N, and 3-N 
SPECIFICATIONS 

Model 1 A 2-N 3-N 

Mirror 16"x22" 14"xl8" 12"xl6" 

Overall 17 1 /4"x23 1 4" lS'^xW/i" 13>4"xl7'/i" 


mm n 
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Square Top Model 

The square top stainless steel frame models illustrated on the left are 
recommended for the bathroom where the design is straight lined rather 
than arched or curved. 

This model is available in three sizes as specified below. 

General specifications: All models on this page are fitted with selected 
No. 1 plate glass mirror copper backed , guaranteed for five years against 
silver spoilage. Cabinet doors are the heavy air cushion type hung on 
heavy piano hinges. The cabinet bodies and door backs are finished in 
three coats of first-quality baked enamel applied over rust-resisting under- 
coat. A positive acting bullet catch of brass locks the door. 

Regular equipment: Three adjustable bulb edge glass shelves, used 
razor blade drop, two tooth brush racks, four installing screws and 
washers furnished with each cabinet. 

SPECIFICATIONS 


Framed in Stainless Steel 


27 

104 

CABINETS Wl 


-MIRROR DOOR 


1 

Overall 

Mirror 

Wall Opening 

2030-P 

16 5 / 8 "x22%" 

16"x22" 

13%"xl9%"x3 1 / 4" 

2040-P 

18%"x24%" 

18"x24" 

15 % " x2 1 % " x3 Y 2 " 

2050-P 

20%"x28%" 

20"x28" 

17%"x253/J"x3y 2 " 


Gothic Top Model 

The two models shown on this page are among the most popular in 
the whole line. They are moderately priced — yet have those features of 
construction that have made Miami-Carey Cabinets famous, not only 
throughout the United States, but throughout the world. 

The stainless steel frames around the mirrors are absolutely non-rusting 
and may be kept clean and highly polished just by rubbing with a clean, 
dry cloth. No polish is necessary. Stainless steel is the perfect match for 
chromium plated bathroom fixtures; hence, the Gothic models as well as 
the square top models shown below are particularly recommended for 
bathrooms fitted with chromium plated fixtures where the budget does not 
permit the purchase of higher priced chromium plated models. 

The Gothic top model is available in two sizes as specified below. 


SPECIFICATIONS 



Overall 

Mirror 

Wall Opening 

2010-P 

16% "x26%" 

16"x26" 

1 3 V, " x 1 9 3 /i " x 3 '/. '' 

2020-P 

18%"x28%" 

18"x28" 

15%"x21%"x3l/ 2 " 


CABINETS WIT 



MIRROR DOOR 


Gothic Top Model 

Prior to the introduction of the Carey line of cabinets, only those to 
whom expense was no object could afford cabinets of the type illustrated 
at the right. Now, because of the ingenuity of the Miami-Carey engi- 
neers, these beautiful models are available for the modest home and 
apartment at new all-time low prices. Quality has not been sacrificed. 
We are able to offer these new and different Gothic models only because 
of improved manufacturing methods. 

The beautiful mirror hung on the steel door of the hollow metal type 
covers the entire cabinet so that when the cabinet is set in place, the 
appearance is that of a mirror hung on the face of the wall. 

To those who prefer the all-glass front cabinet with no knob, hinges 
or ugly screw heads to mar the face of the mirror, we recommend the 
Gothic in either of the two sizes below. 


SPECIFICATIONS 



Overall 

Mirror 

Wall Opening 

610-G 

16"x26" 

18"x28" 

16"x26" 

18"x28" 

13 % " x 19 % " x3 % " 
15 :l / 1 "x21M"x3'/o" 

620-G 



<• 

Square Top Model 

The square all-glass model pictured on the right is recommended for 
the bathroom built along simple lines where arches and curves are 
not used. 

General specifications: The mirrors on all models illustrated on this 
page are selected No. 1 plate glass, copper backed , guaranteed for five 
years against silver spoilage; the mirror clips are stainless steel ; the 
hinges are the piano type. Cabinet bodies and doors are 20-gauge 
Armco autobody steel, all corners reinforced. 

Regular equipment: All models are equipped with three adjustable 
bulb edge glass shelves, the used razor blade drop, and two tooth 
brush racks. 

The square top models are available in two sizes as specified below. 


SPECIFICATIONS 



Overall 

Mirror 

Wall Opening 

640-H 

16"x22" 

18"x24" 

16"x22" 

18"x24" 

1 3 % " x 1 9 % " x3 !4 " 
15%"x21%"x3i/ 2 " 

650-H 



[ 
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VENETIAN ALL-MIRROR DOOR MODELS 
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The Aristocrats 


The Aristocrats are designed for the home where price must be considered but 
where quality is also taken into consideration. 

The mirrors on Model 660-F and 670-F are No. 1 selected plate glass copper 
backed , guaranteed for five years against silver spoilage. The mirror clips are stain- 
less steel. Note the extra large mirror (18x30-inch) on Model 670-F. 

Regular equipment: Three adjustable bulb 
edge glass shelves, chromium plated razor hlade 
drop, piano hinge, two tooth brush racks. 


SPECIFICATIONS 


Model No. 660-F, 670-F 

MODEL 70 1 -F 

The mirror on this model is crystal plate, copper backed , guaranteed for five 
years against silver spoilage. The hinges are butt type, nickel plated. 

Regular equipment: Two adjustable bulb edge glass shelves, razor blade drop, 

two tooth brush racks. 

SPECIFICATIONS 

Mirror 16" x22" 

Wall opening 13%"xl8 1 / 4"x3 1 / £" 


Model No. 701-F 



Mirror 

Wall Opening 

Model 660-F. . . . 
Model 670-F. . . . 

16"x24" 

18"x30" 

13%"x19%"x 3V2" 
1 5 % " x 2 1 3 /j " x3 !4 " 



Model No. 1 622- BF, 1622-CF 


FRAMED VENETIAN MODELS 

Presenting three models that are in keeping with the present trend toward greater 
use of metal in home building and home furnishing. 

The mirror on Model 1622-BF is set in a rich black enamel frame that harmonizes with 
black and white tile bathrooms or those fitted with black fixtures. 

The mirror on Model 1622-CF is set in a brass chromium plated frame — a budget 
model suggested for the inexpensive bathroom that is fitted with chromium plated 
accessories. 

The mirrors on Models 1622-BF and 1622-CF are selected No. 1 plate glass, copper 
backed , guaranteed for five years against silver spoilage. 

Regular equipment: Three adjustable bulb edge glass shelves, chromium plated razor 
blade drop, two tooth brush holders. 


MODEL 700-F 


This model is an inexpensive recessed cabinet designed for the low priced home or apart- 
ment. The mirror is crystal glass, not copper backed , set in a modernistic shape door of 
white enameled steel. 

Regular equipment: Chain door stop, one tooth brush holder, razor blade drop and two 
white enamel steel shelves, shelves not adjustable. 

SPECIFICATIONS 





Mirror 

Wall Opening 

Model 700-F 

15%"x22%" 
16" x24" 
16" x24" 

13%"xl9%"x3%" 

13%"xl9%"x3 1 />" 

13%"x193 / 4"x3 1 /2 # ' 

Model 1622-BF 

Model 1622-CF 



Model No. 700-F 
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FLUSH DOOR 


RECESSED 




The cabinets shown here combine high qual- 
ity with a price that represents an excellent 
value. These models are particularly recom- 
mended for public buildings, schools and hos- 
pitals; also for the modest bathroom. The same 
careful workmanship and high standard of 
materials that characterizes the more luxurious 
Miami-Carey Cabinets have been adhered to in 
the manufacture of these models. 

These cabinets are made from heavy gauge 
Armco auto-body steel, finished in a first-quality 
baked enamel and equipped with air cushion 
doors that swing quietly on nickel plated hinges. 
Four cadmium plated installing screws are fur- 
nished. The mirrors are copper backed guaran- 
teed for five years against silver spoilage. 



Model 240 


The patented Miami-Carey drop for used razor blades is installed 
in all models. This feature, that solves for all time the question of 
what to do with the used razor blade, has won nation-wide approval 
of Architects, Contractors and Home Owners. 

Bevel or plain mirrors may be had in any of these cabinets. When 
ordering, be sure to specify the type of mirror wanted. Bevelled mir- 
rors cost slightly more than plain mirrors. 


Modc‘1 250 is furnished regularly with bevel plate mirror. Plain 
plate mirror is available. The shelves are adjustable, heavy bulb edge 
glass. The hinges are nickel plated. 

Model 240 shown above is fitted with a 16xl6-inch bevel plate 
mirror and finished regularly in baked enamel. It is equipped with 
three, heavy bulb edge glass shelves and razor blade drop. The open 
shelf below the door provides a convenient repository for toilet or 
shaving articles. 


SPECIFICATIONS 


MODEL 

250 

240 

220 

230 

200 

210 

Mirror 

Inside 

Overall 

Wall Opening 

16" x22" 

17" x23" 
20%"x26 3 4" 
17'/)"x23 1 //' 

16" xl6" 
17" x23" 
20 3 /i"x26%" 
17 1 / 4"x23 1 />" 

14" xl8" 
15" xl9" 
18 3 4"x22%" 
15 l />"xl9 1 />" 

14" xl8" 
15" x25" 
18%"x28%" 
15i/ 2 "x25y 2 " 

12" xl6" 
13" xl7" 
16 3 /i"x20 3 4" 

13y>"xl7*/ 2 " 

12" xl6" 
13" x23" 
16%"x26 3 4" 
13 1 /,"x23 1 / 2 " 



Model 200 and 220 


Models 220, 200, 230 and 210 are espe- 
cially recommended for the modest bathroom 
where price is to be considered. These cabinets 
are very practical in design, rugged in construc- 
tion and of a uniformly high quality. 

Regular specifications include: Baked 
Enamel finish, plain plate mirrors, razor blade 
drop and tooth brush racks. Bevelled mirrors 
may be substituted at a slightly higher price. 



Model 210 and 230 
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RECESSED MIRRORS and WALL SURFACE CABINETS 


Inexpensive Models for Hotels , Schools, Clubs and Modest Homes 
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Model 4-RS 


The cabinet models shown on this page are de- 
signed to hang flush on the wall and are recom- 
mended for use on thin walls or in old construc- 
tion where it is not desirable to cut an opening. 
They are also very practical for towel supply cabi- 
nets in commercial buildings. 

These numbers are all of characteristic Carey- 
Miami quality construction with bodies made of 
Arm co auto-body steel, finished in first quality 
baked white enamel and furnished with glass 
shelves, held in U brackets. They are durable in 
construction, neat in appearance and represent out- 
standing values among low-priced cabinets. 

In addition to being used in modest homes, many 
thousands of them are used in hotels, clubs, schools 
and institutions throughout the world. 



SPECIFICATIONS 

The recessed shelf below mirror provides 
convenient place for water glass, toilet arti- 
cles, etc. Body, Armco auto-body steel; plain 
mirror; finish, snow-white baked enamel; first 
quality crystal mirror. 


Overall 18%"x26%" 

Mirror 16" xl6" 

Wall Opening 16" x 6*4 " 

Recess Shelf 15*4 "x 6" 



Models No. I and No. 3 


SPECIFICATIONS 


/-HP® 

w 
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m 


- 
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Models No. 800 and 816 


SPECIFICATIONS 

Three glass shelves, set in U-brackets. Plain 
mirror in door. Two nickel plated hinges. 
Pull knob with bullet catch. 



Model 800 

Model 816 

Mirror 

14" xl8" 

12" xl6" 

Overall 

18%"x22%" 

16%"x20 3 /£" 

Inside 

15" xl9" 

13"xl7" 


Model RSK 

SPECIFICATIONS 

This model combines the beauty of a Vene- 
tian mirror with the utility of a recessed mirror. 
Capacious pocket below mirror for toilet arti- 
cles, hand towels, etc. Body, Armco auto-body 
steel; finish, baked enamel, bevelled plate 
mirror. 


Overall 15%"x31 1 / 2 " 

Mirror 14" x22" 

Wall Opening 14 1 / 4"x7 1 / 4"x3%" 

Recess Shelf 14" x7"x4" 



Model No. 2 


Crystal, plate thickness Venetian mirror 
with curved top and bevelled edge. Two bulb- 
edge glass shelves adjustable to three posi- 
tions; cadmium-plated installing screws; 
chromium-plated mirror clips; baked enamel 
finish. 

Where price is an important 
considera tion , Carey Cabinets 
are the first choice because of 
their outstanding quality. 
Their popularity is attested 
by world-wide use. 

SPECIFICATIONS 

Crystal, plate thickness Venetian mirror 
with square top and bevelled edge. Two glass 
shelves adjustable to three positions; cad- 
mium-plated installing screws; chromium- 
plated mirror clips; baked enamel finish. 

Model 

Mirror Size 

Body Size 

No. 1 
No. 3 

12"xl8" 

14"x20" 

111/ 2 "x15%" 

131/?'x173/ 4 " 

Model 

Mirror Size 

Body Size 

No. 2 j 

12"xl6" 

11>/ 2 "x15%" 
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MIAMI 

CHROMIUM BATHROOM 
ACCESSORIES 

Brilliantly Beautiful 


This line of MIAMI Chromium Lifetime Bathroom Acces- 
sories was developed to meet the needs of those who wanted a 
product that was thoroughly modem . . . that could be sold 
at popular prices . . . that could be inexpensively installed 
in practically any bathroom. 

Miami Chromium Bathroom Accessories are built to resist 
long wear and hard use. Over a forged, brass base, a thick 
coating of nickel is applied and then a covering of hard 
chromium. This method of manufacture assures a product 
that will give utmost satisfaction and retain its original 
brilliance. 

The recessed accessories are provided with larger and 
wider flanges which eliminate open joints, fit perfectly and 
give a more finished appearance. The projecting accessories 
are tightly secured with a new type of key plug. 



When ordering accessories be sure and specify the type of bracket required by adding the prefix 
“L” to the model number for the lug type , or the prefix “S” to the model number for screw-on type . 


INSTALLATION DETAILS OF MIAMI ACCESSORIES 



TYPE 

This detail 
shows the 
method of in- 
stalling fixture 
permanently into 
wall with cement. 
Available in all 
projecting styles 
shown in this 
catalog. If 
wanted, add prefix “L” to fixture 
model number. 


All recessed fixtures 
which carry prefix “L” 
are so designed to 
“key” permanently in- 
to the wall with 
cement or mortar. The 
Soap and Grab Bar 
No. 6004 has the addi- 
tional reinforcing bar 
shown above for addi- 
tional strength. Re- 
cessed fixtures are 
also made in “S” type 
for attaching to recess cut in wall, with screws or 
toggle bolts. 




TYPE 


This detail 
shows method of 
installing fixtures 
to the surface of 
the wall with 
screws or toggle 
bolts. Available 
in all projecting 
styles shown in 
this catalog. If 
wanted, add pre- 
fix “S” to fixture 
model number. 
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Bathroom Accessories 


RECESSED ACCESSORIES 
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No. 6000 
Soap Holder 
with Glass Tray 


No. 6001 
Tumbler Holder 


PAPER HOLDER 
No. 6002 — Chrome Roller 
No. 6003 — Wood Roller 


No. 6004 

Soap and Grab Bar 
with Glass Tray 


Accessories number 6000, 6001, 6002, 6003, 6004 are 
recessed models. They can be appropriately built into any 
style wall by making arrangements in advance for their instal- 
lation. When installed, they become a part of the wall itself. 






TIME SAVER ACCESSORIES 

FIT STANDARD TILE OPENING . . . 41/4" x 41/," Opening — 5'/ 2 " x 5l/ 2 " Overall 


Time Saver Accessories are practical and beautiful — 
exactly the same in appearance as the Miami Recessed 
Accessories illustrated above. The only difference is that 
they are smaller; yet they are equal in inside area to the 


average 6" x 6" china accessory. 

Time Saver Accessories can be installed in tile walls 
without mitering or cutting the tile. They fit into a 4%" x 
4%" tile opening. 


No. 6005 No. 6006 No. 6007 

Recessed 4^* Soap Holder Recessed 4 x /i* Tumbler Holder Recessed 414" Soap and Crab 

(Use No. 6002 or No. 6003 Recessed Paper Holder with above accessories.) 

MM 


HBB 
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TOWEL BARS 




OCTAGON CHROMIUM PLATED BARS— CHROME BRACKETS 
No. 5000 — 8" Octagon Grab Bar 


No. 5001 
No. 5002 


-^}"xl8"’ Octagon Towel Bar 
-% ,, x2V Octagon Towel Bar 


No. 5003 — J^"x30 v Octagon Towel Bar 
No. 5004 — J^"x36"' Octagon Towel Bar 


31? 



SQUARE CRYSTAL GLASS TOWEL BARS— CHROME BRACKETS 
No. 5018— % n x\^ Square Glass Bar 
No. 5019 — ’J/%"x24" Square Glass Bar 
No. 5020 — %"x30" Square Glass Bar 
No. 5021 — %"x36" Square Glass Bar 


ROUND CRYSTAL GLASS TOWEL BARS— CHROME BRACKETS 
No. 5032 — %*x 18" Round Glass Bar 
No. 5033 — J^ v x24 ,r Round Glass Bar 
No. 5034 — %"x30" Round Glass Bar 



SQUARE CHROMIUM-PLATED BARS— CHROME BRACKETS 
No. 5022 — 7/%x 8" Square Grab Bar 
No. 5023 — ^j"xl8" Square Towel Bar 
No. 5024 — J^"x24" Square Towel Bar 
No. 5025 — Square Towel Bar 
No. 5026 — %"x36" Square Towel Bar 


ROUND CHROMIUM-PLATED BARS— CHROME BRACKETS 
No. 5027 — ^}"x8' Round Grab Bar 
No. 5028— ^'xl8 w Round Towel Bar 
No. 5029 — % l, x2V Round Towel Bar 
No. 5030 — J^"x30" Round Towel Bar 
No. 5031 — J^"x36" Round Towel Bar 



» 
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Bathroom Accessories 


PROJECTION TYPE ACCESSORIES 
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All accessories illustrated on this page and Towel Bars, page 26 , are furnished with the “L” lug type 
brackets for installing the fixture permanently into the wall, or with the “S” screw-on type brackets 
that fasten readily to practically any surface. The screws are concealed by the front plate of the bracket. 



No. 5005 — Soap Dish 
No. 5006 — Soap Dish with 
Drain Holes 



No. 5007 
Tumbler Holder 



No. 5008 

Tumbler and Tooth-Brush 
Holder 


' 




No. 5009 

Tooth-Brush Holder 



No. 5014 

Door Stop, V/ 4 " Projection 



No. 5010 

Single Robe Hoolc 



No. 5042 

Razor Strop Hook 



No. 501 I 

Double Robe Hook 



No. 5043 

Towel Hook, 5" Projection 




No. 5012 — Paper Holder with Chromium Roller 
No. 5013 — Paper Holder with Wood Roller 



No. 5017 — 8%\2S 1 ' Chromium Towel Shelf 



CRYSTAL GLASS SHELVES 
No. 5014 — y%x 5"xl8" Glass Shelf — Chrome Brackets 
No. 5015 — 5"x24" Glass Shelf — Chrome Brackets 
No. 50 1 6 — y% "x5 "x30" Glass Shelf— Chrome Brackets 
No. 5035 — •K6 W x5"x18" Glass Shelf — Chrome Brackets 
No. 5036 — 5 /i6*'x5"x24" Glass Shelf — Chrome Brackets 
No. 5037 — % "x5 "X30 9 Glass Shelf— Chrome Brackets 
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ACCESS DOORS 
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The above illustration shows access door 
open, exposing “hack out” type cam lock; 
fixed and operative pivot; frame with plaster 
key flange “A” and reinforced corners. 




The illustration above shows Carey Access 
door with “A” type flange in masonry wall 
with plastered face. 



Where walls are faced with marble or tile 
or similar material plaster key flange is set 
back from face of door 1*4" to allow for 
ample bed of mortar. This type flange is 
known as “B”. 


CAREY CABINETS 


Hinged Door Type 

Carey Hinged Access Doors permit quick, easy access to pipes, 
plumbing valves, air shafts, electric wiring, etc. They come as a unit, 
ready to place in wall or ceiling without special framework or bucks. 
Frames are of sixteen (16) U. S. gauge galvanized steel, reinforced at 
corners and with perforated key or fastening flanges for plastered 
surfaces. Frames may also be had for walls faced with marble or tile 
or for masonry walls requiring face flange only. Lids are of fourteen 
(14) gauge leveled steel and are equipped with fixed and operative 
pivot as well as cam lock which automatically backs lid from frame 
when exposed, flush screw head bolt in door is turned. 

Carey Access Doors fit flush with wall surface and may be papered 
or decorated over. They receive a shop coat of enamel baked on before 
leaving factory. 


SPECIFICATIONS 


Model 

Panel Size 

Wall Opening 

Weight 

711 

7i/ 2 "xlli/ 2 " 

8"xl2" 

6 lbs. 

1216 

12i/ 2 "xl6«4" 

13"xl7" 

10 lbs. 

1418 

cc 

15"xl9" 

14 lbs. 

1824 

18i/ 2 "x24%" 

19"x25" 

25 lbs. 

1830 

i8y 2 "x3ay 2 " 

19"x31" 

30 lbs. 


Carey Access Doors with “A” type flange for plastered walls are 
carried in stock ready for immediate shipment. Access Doors for marble 
and tile faced walls and plain flanged type (“C”) are carried knocked 
down and require a few days for assembly. When ordering be sure to 
designate type flange (A, B or C) wanted. When not specifically men- 
tioned U A” type will be furnished. 



Type “A” plaster 
key flange for all 
types of walls faced 
with plaster. 



Type “B” key 
flange set back from 
face of panel for tile 
or marble faced 
walls. 



Type “C” has one 
inch face flange; 
only for glazed brick 
or unfinished mason- 
ry walls. 
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CAREY ACCESS DOORS, LAUNDRY CHUTE DOORS, 
BUILT-IN IRONING BOARDS 


CAREY ACCESS DOORS 

Screw Door Type 

Access doors permit quick, easy access to pipes, plumbing valves 
air shafts, electric wiring, etc. The frames are heavy gauge Armco 
autobody steel. All corners are reinforced. Frames are fitted 
plaster hooks. They may also be nailed or screwed to wood studs. 

The door is 14 -gauge Armco autobody steel. Door fits snug y again 
inside sill of the frame. The edges of the frame and door are flush wi 
plaster. Doors can he covered with wallpaper or painted so as to be 


Illustration shows 
cover removed 
from frame. Screws 
at top and bottom 
hold cover in po- 
sition. 


L 
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piaster, uoors can uu luvcidu r i x 

almost invisible. A screw driver is the only tool needed to open the do . 

The removable door can then be put aside out of the way of men working. 

When ordering state whether doors are to be set in plaster-faced walls 
or in walls faced with marble or tile. Flange depths arc set back lor 
tile or marble walls. 


Model 

Panel Size 

Wall Opening 

Weight 

812 

7 1/2 X 111/2" 

12% X I6I/2" 
141/2 X I8I/2" 
18i/> x 241/2" 
18% x 30%" 

8 x 12" 
13 x 17" 
15 x 19" 
19 x 25" 
19 x 31" 

6 lbs. 
12 lbs. 
16 lbs. 
27 lbs. 
33 lbs. 

1017 

1 tr 1 n 

1925 

1931 


CAREY BUILT-IN IRONING BOARDS 

The Carey Ironing Board Cabinet is a real step saver in the kitchen 
or laundry. It is made to fit between standard studding and when not 
in use it may be folded back, out of the way. 

The cabinet is regularly finished in prime coat so that it can be 
painted to match the room trim. It may also be had in Crystal 
Snow finish if desired. At a small extra charge the cabinet may be 
fitted with a convenience hot plug and a sleeve board. If the con- 
venience hot plug is desired, bring the house wires into top center 
of the wall opening. 

The steel case is fireproof. It costs no 
more than a case built of wood, if all 
costs are considered. The board is of 
strong wood fifty (50) inches long. The 
door is reinforced on the inside so that 
it will never sag. When the board is set 
in the wall no outside casing is needed. 
Four (4) cadmium plated installing 
screws are furnished. These screws will 
never rust. Cut the wall opening about 
twelve inches above the finished floor 
line to bring the board to the proper 
height. 



CAREY LAUNDRY CHUTE 

The Carey Laundry Chute door, designed to replace the old-fashioned 
bulky and unsightly wood door, is indeed a worth while addition o 
any home. It will never warp or get out of square. Painted to match 
the color scheme of the home, it is a welcome successor to the 
unsightly, old-fashioned wood door. 

The Carey Laundry Chute Door is manufactured of heavy gauge 
Armco autobody steel, finished in prime coat. The unit arrives 
at the job all ready to in- 
stall, no hardware to buy, 
no doors to fit. Four cad- 
mium plated installing 
screws are furnished. These 
screws will never rust. The 
four corners of the body 
are reinforced with steel 
angles so that the unit will 
never sag. The door is held 
with a brass bullet catch. 

This complete unit costs 
less than the old style wood 
door. It can be installed in 
five to ten minutes’ time. 



SPECIFICATIONS 

n n 16% x 59%" 

0^ a11 ••• 14% x 57% x 4'A 

Wall opening /4 ,{1/ x 50" 

Board /2 


SPECIFICATIONS 

„ „ IDA x 141% x 11/2 

Overall 9 x 12" 

Wall opening x 12" 

Door size 
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Heavy hollow metal- 
door . . . Armco auto- 
body steel. 


Stainless Steel 
Door Catch 


Adjustable plate glass 
shelves. 


Patented razor blade drop. 
U. S. Patent No. 1768707. 


steel shelf brackets. 

Tooth brush holder in Chromium plated 
bottom brackets. piano hinge. 










MIAMI CABINET CONSTRUCTION FEATURES 


Copper-Backed Mirrors Used on All Miami Cabinets. Crystal Snow Finish, 
Piano Hinges Regular on All Models. All Hinges Are Chromium Plated 


All Miami Cabinets on pages 7, I I and 14 are 
one-piece construction. No seams or open joints. 


DESIGN 

The modern bathroom demands beauty, and the first 
requisite for a cabinet is a graceful design that will add 
a distinctive touch to the picture. But the cabinet is one of 
the most used pieces of equipment in the bathroom and 
must be rugged in construction also; it is subjected to fre- 
quent abuse and has to be so designed that it will last a 
lifetime in spite of the most adverse conditions. Eminent 
architects have submitted their conceptions of attractive 
designs, and their requirements for beauty have been inter- 
preted by capable engineers in terms of practical construc- 
tion — combining in Miami Cabinets the maximum of beauty 
and utility. 


CONSTRUCTION 

Long life is built into every Miami Cabinet. The bodies 
and flanges, carefully formed from heavy gauge auto-body 
steel, are electrically welded and heavily reinforced to 
provide maximum strength. 

The doors on all models are air-cushioned to absorb 
shocks, and in the flush door types the mirrors are set in a 
heavy waterproof packing which prevents deterioration. 


Copper-backed Venetian mirrors are “suspended” on 
special clips rather than fastened rigidly to the door panel. 
This provides a cushion that absorbs shocks. Small felt 
pads provide an insulating air pocket behind the mirror 
that protects it against the steam in the Bathroom. 

Refinements in the construction include adjustable plate 
glass shelves, U-shaped brackets that prevent the shelves 
from tipping, and solid brass chromium-plated piano 
hinges. 

FINISH 

A cabinet is no better than its finish. The best materials, 
the finest workmanship, the best principles of construction 
cannot prevent or even delay that shabby appearance that 
is so commonly found in steel bathroom cabinets because 
the finish couldn’t stand the severe atmospheric conditions. 
With this in mind The Miami Cabinet Company developed 
Crystal Snow which is of pyroxylin nature applied by a 
special process. It is guaranteed not to discolor with age, 
nor to crack, craze or peel. The original luster will remain 
indefinitely in spite of frequent cleaning to remove iodine, 
acid stains or match burns — a fact which earned for Crystal 
Snow the title: “ The Finish That Wont Retain a Stain ” 


Miami Cabinets 
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Armco auto-bo<ly steel. 



Niekel plated door stop. 


Bottom shelf support 
is slotted to serve as a 
raek for tooth brushes. 


Patented razor blade 
drop. IJ. S. Patent 
No. 1768707. 


Piano Hinge. 


Stainless Steel 
Door Catch 


CAREY BATHROOM CABINETS 

Quality Line at Moderate Prices 


The Carey Line of bathroom cabinets was intro- 
duced to the trade four years ago in response to 
insistent demands for a line of moderate priced 
cabinets manufactured in accordance with Miami 
standards. By improving our methods and because 
of the tremendous volume sold, we have been able 
to manufacture these cabinets to meet the rigid re- 
quirements of Miami quality and yet sell them at 
competitive prices. Next to a Miami Cabinet, the best 
you can buy is a Carey Cabinet. 

In presenting Carey Cabinets, Access Doors, Laun- 
dry Chute Doors and built-in Ironing Boards, we 
employ the same careful workmanship and attention 
to detail and quality of materials that you have 
learned to expect in Miami products. 

Construction features in all Carey Cabinets except 
Models No. 1, 2, 3, 700-F and 701-F are: No. 1 
quality mirrors, copper backed , guaranteed for five 
years against silver spoilage. 


The mirrors on No. 1, 2, 3 and 700-F are crystal 
plate, not copper backed. 

The hinges on all Carey models except No. 1, 2, 3, 
700-F, 701-F and the models on page 23 are piano 
type brass nickel plated. 

Butt type nickel plated hinge is furnished on 
Model 701-F and on Models on catalog page 23. 
Steel white enamel hinges are furnished on Models 
1, 2, 3, and 700-F. All Carey Cabinets are finished 
in three coats of first quality baked enamel applied 
over rust-resisting undercoat. 

Shelf brackets are finished to match the interior 
of the cabinet. The two bottom shelf brackets on all 
models except No. 1, 2, 3 and 700-F are so designed 
that tooth brushes can be hung on them if so desired. 
Cabinet No. 700-F is fitted with one individual tooth 
brush rack to accommodate three brushes. Models 1, 
2 and 3 do not have the tooth brush rack. 

Carey Cabinets are constructed of 20-gauge 
Armco steel. The return flange on all Carey recessed 
models is one inch. 


The mirror furnished on Model 701-F is crystal 
plate, copper backed , guaranteed for five years 
against silver spoilage. 
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MIAMI-CAREY DISTRIBUTORS 

We regret that limited space prevents us from listing all Miami-Carey Distributors. 


ALABAMA 

Birmingham, The Philip Carey Company, 1601-4 Empire Bldg. 

Birmingham Sash & Door Company, 9th Ave. & 28th St. 

ARKANSAS 

Fort Smith, Dyke Brothers 
CALIFORNIA 

Los Angeles, The Philip Carey Company, 4536 District Blvd. 
CANADA 

Walkerville, Ontario, Ladore & Company, Ltd., Walker Power Bldg. 
COLORADO 

Denver, C. V. Oglevie, 949 Garfield 

DISTRICT OF COLUMBIA 

Washington, Floyd Koontz, 1427 Eye St., N.W. 

FLORIDA 

Jacksonville, The Philip Carey Company, 607 E. Forsyth St. 

Miami, Miami Metal Weatherstrip Company, 1136 N.E. 2nd Ave. 

GEORGIA 

Atlanta, The Philip Carey Company, 666 Greenwood Ave., N.E. 


ILLINOIS 

Chicago, Illinois Philip Carey Company, 2100 Fullerton Ave. 
Peoria, Builders Specialty Company, 325 South Washington St. 


INDIANA 


Indianapolis, Pierson-Lewis Hardware Company, 119 E. Vermont St. 
The Philip Carey Company, 1111 E. 19th St. 


KANSAS 


Wichita, United Sash & Door Company 


KENTUCKY 

Louisville, The Philip Carey Company, 1032 South 8th St. 
MARYLAND 

Baltimore, The Philip Carey Company, 1400 Moreland Ave. 


MASSACHUSETTS 

Boston, Brock way -Smith-Haigh-Lovell Company, 465 Medford St. 
MICHIGAN 

Detroit, Hay T. Lyons, 2457 Woodward Ave. 

Kalamazoo, Equipment Service Company, 1506 American National 
Bi.nk Bldg. 

MINNESOTA 

Minneapolis, The Philip Carey Company, 943 Lumber Exchange Bldg. 
St. Paul, Raymer Hardware Company, 58 E. 5th St. 

MISSOURI 

Kansas City, Kelley Asbestos Products Co., 2010 McGee St. 

The Philip Carey Company, 2008-2010 McGee St. 

Fred B. Kennedy, 1200 Oak St. 

St. Louis, Felker & Felker, 3550 Pine Grove Ave. 

The Philip Carey Company, 4485 Duncan Ave. 

MONTANA 

Butte, Archie W. Adams, 618 Metals Bank Bldg. 

NEW YORK 

Albany, Wholesale Service Supply Company, 46 Spencer St. 
Binghamton, A. Roberson & Son 

Buffalo, The Philip Carey Company, 1174 Niagara St. 

Dohn-Fisher & Co., Inc., 1330-1348 Niagara St. 


NEW 1 ORK — Continued 

New York City, The Philip Carey Co., 60 E. 42d St. 

Niagara Falls, Haeberle Lumber Company, 1004 Cedar St. 
Rochester, S. A. Spencer, 135 Spring St. 

Syracuse, Alexander Grant’s Sons, 134 Genesee St. 

Utica, American Hard Wall Plaster Company 

NORTH CAROLINA 

Charlotte, A. L. Simpson, 1316 Romany Road 

The Philip Carey Company, 131 Brevard Court 

OHIO 

Akron, Hardware & Supply Company, 475 High St. 

Canton, Canton Hardware Company, 1221 Third St. 

Cincinnati, The Philip Carey Company, 8th & Broadway 
H. H. Fikret, 127 E. 9th St. 

Cleveland, Porter Building Equipment Company, 6501 Euclid Ave. 
Columbus, The Philip Carey Company, 232 North Water St. 
Mansfield, The Overhead Door Sales Company, 195 E. 4th St. 
Steubenville, Service Sales Company, 319 Washington St. 

Toledo, Swan Creek Lumber Company, 226 City Park Ave. 
Youngstown, Kitchen Cabinet Sales Company, 33 Broadway at Wick 

OKLAHOMA 

Tulsa, L. A. King, P. O. Box 375 
OREGON 

Portland, McCraken-Ripley Company, 2221 N. Albina 
PENNSYLVANIA 

Erie, Perry Lumber & Supply Company 
Harrisburg, C. H. Hershock, 1513 N. Cameron St. 

Philadelphia, F. 11. Hammett, 401 N. Broad St. 

The Philip Carey Company, 24th & Sedgley Sts. 
Pittsburgh, L. A. Rust, 142 Gulf Building 

1 lie Philip Carey Company, Corliss Station 
Wilkes-Barre, William II. Pierce, 402 Bennett Bldg. 

TENNESSEE 

Chattanooga, The Philip Carey Company, 212 Volunteer State Life 

Knoxville, A. G. Heins Company, 116-136 Heins St. 

Memphis, The Philip Carey Company, 272 Walnut St. 

Nashville, Keith-Simmons Hardware Company 

TEXAS 

Dallas, The Philip Carey Company, 417 Magnolia Bldg. 

El Paso, C. C. Gaines Company, 1002 Mills Building 
Austin, The Walter Tips Company, 2nd & Colorado St. 

VIRGINIA 

Richmond, John S. Archer, 205 E. Canal St. 

Roanoke, lluttig Sash & Door Company, 1213 Maryland Ave., S.W. 
Norfolk, The Philip Carey Company, 23rd & Granby Sts. 

WASHINGTON 

Seattle, The Philip Carey Company, 820 Fairview Place 
Spokane, Jensen-Byrd Company, 314 Riverside Ave. 

WEST VIRGINIA 

Charleston, Fireproof Products Company, P. O. Box 1327 
Wheeling, The Philip Carey Company, Chapline at 18th St. 

WISCONSIN 

Madison, Steel Sales Service Company, 713 Gay Bldg. 

Milwaukee, Broan Equipment Company, 123 E. Pittsburgh Ave. 


Warehouse stocks are carried in New York City; Philadelphia and Pittsburgh, Pa.; Boston, 
Birmingham, Ala.; St. Louis, Mo.; Milwaukee, Wise.; Miami, Fla.; Cincinnati, Cleveland, Colum 


Mass.; Baltimore, Md.; Washington, D. C.; 
bus and Dayton, Ohio; Indianapolis, Indiana. 


MIAMI CABINET DIVISION , 

ahe PHILIP CAREY COMPANY . 

Middletown, Ohio. ; 



